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2X 5/8-11 UNC - 2B V 1.63 
N Ø .63 X 90° 


REVISIONS 


REV ECR 


DESCRIPTION DATE INITIAL | APPROVED 


ENGRAVE T/N, S/N, 
"MADE IN USA" 


NOTES: 
1. REF. BELL T/N: T103260-103. 
2. ALSO PART OF PULLER SET RBT400275. 
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AEROSPACE 


ADAPTER 


mee RB 1103260-103 


MAT'L STEEL IDRAWN BY: CLOUGH 
UNLESS OTHERWISE SPECIFIED [APPROVED 7 Wy, 
DIMENSIONS ARE IN INCHES |, Med 
-XXX £ .005 FRACTIONS + 1/32 


.XX + .01 o 
xX £4 ANGLES +.5 


TITLE 


FINISH CAD PLATE YELLOW 


SPEC QQ-P-416F, TYPE Il, CLASS II 


: USED ON MODEL 
2. DIMENSIONAL LIMITS APPLY AFTER 
PLATING BELL 430 


1. BREAK ALL SHARP EDGES .015 x 45° 
OR .015R 


(1.125) 
3.75 
O | Se) | BO: [Parta UNT Description Material B/O INFORMATION OR SPECIFICATIONS PG. 
1 [ADAPTER STEEL 5/8-11 UNC X 1-1/8 HEX X 5 


MCMASTER-CARR #90264A233 (MOD.) 
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